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without effort, and some by constancy. Whether
I was capable of holding it or not, I cannot tell;
but little by little, and for little, yet it seemed
invincible, causes, it passed away from me. I
had scarcely reached home in safety before I
had sunk back into the faintness and darkness
of the Under-World-

coming in sight
